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Health Bulletin — Update 


Date: 18-06-2020 | Time: 09:00 PM 


e Total number of COVID-19 Positive Cases : 2102 
e Total Deaths : 26 





e Total Migrated :14 





e Number of treated/recovered cases : 124* (Total discharge :1386) 
* Bageshwar — 07, Dehradun — 74, Haridwar — 14, Nainital — 08, Pauri — 03, Tehri - 08 & Rudraprayag — 10 


e Total number of COVID-19 additional Positive cases detected after release of Health 


Bulletin (18.06.2020, 02:30 PM) : 23 (twenty three) 


District wise Distribution of COVID-19 Positive Cases 
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7 Travel History 
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01 — Primary contact of earlier detected positive & had a travel 
history from Delhi. 

01- Guru gram ,Haryana 

03- Delhi. Haryana 





